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_ THE LINCOLN MEMORIAL is placed on the 
- ae of, ie Cael. and oe Oe 
emorial is of imposing size and exquisité beauty. Se 
There are thirty-six columns, one fof’ Teh statel/ 
in existence at the time of Lincoln’¢ death. The "OD 
statue of Lincoln is in the center of thé separidt) : 
while smaller halls at each side of the@énttal afl 
teoKdd - 


contain second Inaugural and Gettysbu 
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